scanner-whitney-gregory@archive.org,open D:\Images\_incoming\test3\test3.idf,7/30/2010 11:13:15 AM
scanner-whitney-gregory@archive.org,processing started,7/30/2010 11:29:42 AM
scanner-whitney-gregory@archive.org,processing stopped,7/30/2010 12:02:29 PM
scanner-whitney-gregory@archive.org,exit,7/30/2010 12:02:42 PM
scanner-whitney-gregory@archive.org,open D:\Images\_incoming\test3\test3.qpf,7/30/2010 12:05:49 PM
scanner-whitney-gregory@archive.org,exit,7/30/2010 12:08:48 PM
scanner-whitney-gregory@archive.org,open D:\Images\_incoming\test3\test3.qpf,7/30/2010 12:09:28 PM
scanner-whitney-gregory@archive.org,exit,7/30/2010 12:09:42 PM
